To:  Li,  Corine[Li. Corine@epa.gov];  Rao,  Kate[Rao. kate@epa.gov];  Harris-Bishop,  Rusty[Harris- 

Bishop.Rusty@epa.gov] 

Cc:  Macler,  Bruce[Macler. Bruce@epa.gov] 

From:  Garcia-Bakarich,  Luis 

Sent:  Tue  8/11/2015  9:15:39  PM 

Subject:  FW:  Gold  King  Mine  Spill 


This  is  a rather  significant  stakeholder  who  would  like  access  to  folks  who  dealing  with  stuff  on 
the  ground.  Any  suggestions  on  points  of  contact? 


Thanks, 


Luis 
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Luis  M.  Garcia-Bakarich  (WTR  3-1) 

Drinking  Water  Management  Section 
Water  Division 
U.S.  EPA  Region  IX 
75  Hawthorne  St. 

San  Francisco,  CA  94105 
qarcia-bakarich.luis@epa.gov 
Telephone:  (415)  972-3237 
Fax  (415)947-3545 

From:  Densmore,  Jeff@Waterboards  [mailto:Jeff.Densmore@waterboards.ca.gov] 
Sent:  T uesday,  August  1 1 , 201 5 1 :53  PM 
To:  Garcia-Bakarich,  Luis 
Subject:  FW:  Gold  King  Mine  Spill 
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Hi  Luis 


The  Water  Quality  Manager  at  Metropolitan  Water  District  just  called  me  to  tell  me  they  are 
getting  a lot  of  press  calls  concerning  the  Gold  King  Mine  spill.  He  wanted  to  know  who  his 
contact  at  ERA  should  be.  I thought  I’d  try  you  since  we  were  just  talking  about  this  today.  Do 

you  know  who  he  should  contact  at  EPA  Region  8? 


Jeff  Densmore,  P.E. 

District  Engineer 

Santa  Barbara  Field  Office 

State  Water  Resources  Control  Board 

Division  of  Drinking  Water 

1180  Eugenia  Place,  Suite  200 

Carpinteria,  CA  93013 

(805)  566.1326  - main;  (805)  745.8196  - fax 


2411636 


ED  000552D  00011632-00002 


